50
presented May 1981 at the International School o Technological Risk Assessment,  a NATO Advanced S   idy Institute,  Erice,   Italy.
IRLG  (Interagency Regulatory Liaison Group), work G  >up on Risk Assessment.     1979a.    Scientific bases fo: identification of potential carcinogens and estii  itio: of risks*     Fed.  Reg.   44:39858.
IRLG   (Interagency Regulatory Liaison Group), Work G  >up on Risk Assessment.     1979b.    Scientific bases fo: identification of potential carcinogens and esti   itic of risks.    J. Natl.  Cancer Inst.  63:242. Lee,  P.  N.f   and J.  A. O'Neill.     1971.    The effect b  ;h o time and dose applied on tumor incidence rate in benzopyrene skin painting experiments.    Brit* J. Cancer  25:759-770.
National Academy of Sciences.    1981.    The Health Ef  acts of Nitrate, Nitrite,  and N-Nitroso Compounds. Washington,  B.C.:    National Academy Press.    544     ?. OTA   (Office of Technology Assessment).    1981.    Asse   srnen of the Technologies for Determining Cancer Risks  Eron the Environment.     240 pp.